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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee SECOM-D-134 


12 March 1980 


Minutes of the 13th Meeting 
USIB-D-9.1/20 Physical Security Standards 
for Compartmented Information 


Ll Minutes of meeting held in Room 3D-03, CIA Head- 


quarters Building on 11 March 1980). 
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2. The following portions of 


Present were: 


Community Security Group 
ACSI, DA 

DIA 

State 

CIA 

FBI 

Security Committce 
AFIS/INSC 

AP (AFIS) 

NSA 

Justice 

FBI 


the manual were reviewed: 


(a) U.S. Intelligence Community Policy Statement 
Establishing Standards for APEX Control 


Facilities (ACFs), 


(b) Section 1, Definitions, 


(c) Section II, Perimeter Construction Criteria 


for APEX Control Faci 


LEE Les... 


(d) Section IV, Telephone and Intercommunication 


Equipment. 


(e) Section V, Miscellaneous Physical Security 


Requirements. 


(f) Annex C, Sound Attenuation Classifications. 
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B.é ee 56! coordinate suggested changes 
with the Telephone Pancl. Necessary changes will be submitted 
to Chief O'Toole, USAF, for incorporation in the draft 
manual. The changes made in the other parts of the manual 


will be incorporated into the draft and distributed at the 
next meeting. 


4. The next meeting will be held in Room 3D-3103, CIA 
Headquarters from 10:30 to 3:30 P.M. on Tuesday, 18 March 1980. 
Please note change in time and conference room. 
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